








An Instrument 


That Gives You a 


Month’s Operation on 


a 30-inch 
Chart 


V ies analyzing load or voltage surveys, it 


is no longer necessary to reel off 60 ft of strip chart, 
or to examine a number of round charts. This new 
instrument gives you a 30-day operating record on 
a 30-in. chart—thus you can quickly check current 
or voltage conditions for an entire month, or for 
any 24-hr period. 


A 4-day record can be seen through the glass 
window. This makes it possible to check the record 


without opening the instrument and unrolling the 
chart. 


IT’S INKLESS—REQUIRES NO ATTENTION 
This new instrument is an addition to our proved 
Type CF line of inkless recorders. It is the inkless 
feature that makes possible the one-inch-per-day 
chart speed. At such a low speed, an ink recorder 


would form pools of ink that would blot out the 
record. 


The inkless feature also enables the instrument 
to operate for a month without any attention, 
because the old troubles of pen clogging and ink 
freezing or evaporating are eliminated, Accurate 


in extremes of temperature—from — 10 F to 120 F. 


This instrument will be a worth-while addition to 
your testing equipment and should soon pay for it- 
self in the time it saves. Bulletin GEA-3187 gives 


complete information. General Electric Company, 
Schenectady, N. Y. 
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Krug Asks Power Supply 
Co-ordination for Defense 


OPM chief power consultant says pooling of resources is needed to 


meet effort during emergency — Declares old controversies must 
be pushed in background — May standardize equipment 


By J]. A. KRUG, Chief Power Consultant, OPM 


All of us know by now that modern 
warfare is a merciless competition be- 
tween the industrial organizations and 
resources of the warring countries. 
Mere man-power no longer counts. The 
production of machines, measured in 
ships, tanks, planes and guns, is the 
decisive factor in the destiny of na- 
tions. Aluminum, copper, steel and 
chemicals are ordinarily considered the 
raw materials of war—and of defense. 

Electricity, however, is the only com- 
mon requirement of all, and electricity 
now leads the list of defense needs. The 
production of aluminum, magnesium, 
steel, synthetic rubber, alloys, phos- 
phorus and munitions uses enormous 
quantities of electric power. The de- 
fense production of the light metals, 
aluminum and magnesium, will require 
well over 2.500.000 kw. of continuous 
power, 


Adequate Power Supply 


In considering the problem of provid- 
ing an adequate supply of power for 
defense, we can no longer think in 
terms of normal business. Defense pro- 
not normal business. One 
medium-sized plant for the production 
of aluminum, magnesium or synthetic 
rubber consumes more power than an 
entire metropolitan area like Minneap- 
olis, Cincinnati or Seattle. The problem 
of providing an adequate power supply 
for defense has two principal branches. 


duction is 


We must, of course, make certain that 
generating capacity is installed to meet 
the phenomenal rate of defense plant 
expansion. But time is short. Much more 
immediate, and perhaps more important, 
we must make sure that the production 
of national defense materials from ex- 
isting plants is not limited because of 
a lack of electric power. No sacrifice can 
be too great to assure this goal. More 
power is needed, and it is needed at 
once, It takes much longer to build an 
electric generating station than almost 
any of the industrial plants needed in 
the program. Power supply 
must be found for defense plants as soon 
as they are completed. Aluminum and 
magnesium plants, so vital in the na- 
tion’s defense effort, can be constructed 
in from six to twelve months. The in- 
stallation of economical generating fa- 
cilities, whether steam or hydro, re- 
quires a much longer period—18 to 30 
months with the present schedule of 
deliveries; interim requirements for de- 


defense 


fense power can be met only by power 
pooling and the maximum use of re- 
serves, supplemented in some areas by 
curtailment of non-essential uses. 

The construction of interconnecting 
transmission lines must be accelerated 
to permit the transfer and use of tem- 
porary local surpluses and to facilitate 
operation with the minimum of generat- 
ing station reserves. The day of emer- 
gency is here. Reserves, long provided 


for such contingencies, must now be 
called upon to the limit of their capacity. 
The risk to service from operating with- 
out customary reserves may be consid- 
erable, but the risk must be taken. Steam 
and hydro-electric facilities will be co- 
ordinated to secure maximum reliable 
peak capacity as well as maximum kilo- 
watt-hour output. The advantages of 
daylight saving are controversial, but 
it is generally admitted that some sav- 
ing would result. The President has re- 
quested Congress for authority to estab- 
lish daylight saving time in those sec- 
tions of the country where power conser- 
vation is necessary. Voluntary saving of 
power is already under way throughout 
vast areas of the Southeast. 


Power Rationing 


To supplement voluntary conservation 
of power, plans are being perfected and 
held in readiness to minimize 
sential uses and for fair and intelligent 
rationing of power in those areas where 
shortages develop. The Federal Power 
Commission and the Office of Production 
Management, in co-operation with the 


non-es- 


public and private power systems of the 
Southeast, have already given extensive 
study to this problem. Should action be 
required, an orderly plan will be avail- 
able which will occasion the minimum 
of dislocation of civilian needs. 

It should be recognized, of course, 
that curtailment is but a stop-gap. The 
diversion of power from civilian uses 
requirements can 
only a part of the problem. It must not 
be relied upon except 
treme urgency. Electric power is too im- 


to defense answer 


in cases of ex- 


portant in the day-to-day life of Ameri- 
cans and too fundamental in the opera- 
tions of non-defense industry to permit 
any substantial reduction in power sup- 
ply for any extended period. 

In planning power capacity for our 
defense effort, an entirely new concept 
is necessary of how much power will 
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be needed. We must not think in terms 
of only what power will be required for 
uses which can be definitely forecast 
at this time. We must, instead, instal 
as speedily as possible all of the eff- 
cient generating equipment which can 
be manufactured in time to meet the 
emergency. It appears certain that the 
country will need, and need promptly, 
all of such capacity which can be pro- 
vided. We should establish a general 
reservoir of power sufficient for all re- 
quirements, 

The maximum production must be ob- 
tained by standardizing on sizes and 
types of equipment and by booking 
manufacturing plants to capacity with 
an orderly schedule for production. The 
2% to 3 million kilowatts of annual 
production which can thereby be made 
available should be installed through- 
out the nation in locations best suited 
to defense requirements. Studies will 
soon be completed co-ordinating all of 
the anticipated demand for defense 
power in order to permit intelligent 
conclusions as to best locations for new 
capacity, taking into account the need 
for the lowest possible operating cost. 
Costs are important in the defense ef- 
fort, not only in dollars but even more 
in terms of the expenditures of critical 
materials and skilled labor which are 
reflected in such costs. 


Priority System 


The production of power facilities re- 
quires large quantities of copper, steel, 
machine tools and highly skilled labor. 
While the total amount does not bulk 
large in comparison with the materials 
and labor required in the direct mili- 
tary and naval programs, it is of para- 
mount importance that production of 
electrical equipment does not unreason- 
ably interfere with the production of the 
direct implements of defense. At the 
same time the nation will not be so 
shortsighted as to use up the “seed 
corn” of future defense production in 
order to secure the benefits of immediate 
but comparatively insignificant results. 
Electrical installations, so vitally needed 
in the defense program, will be pro- 
vided in any intelligent priority system. 

The manufacturers will be able to 
obtain the materials essential to produc- 
tion. Under the new form of organization 
in the Office of Production Management 
electric utilities, whether privately or 
publicly owned, will be able to obtain 
full consideration of their equipment 
priority problems from a single division 
and obtain a decision which is final and 
comprehensive. The Office of Production 
Management has assumed full responsi- 
bility for an adequate defense power 
supply. Its activities to this end will be 
related to all other 
mental and private agencies concerned 


properly govern- 
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Fuse Man Contains 
600 Different Makes 


Over a period of 25 years, G. Haw- 
kins of Brooklyn, N. Y., has collected 
over 600 fuses dating from fifty years 
ago and has assembled most of them 
as shown in the accompanying illus- 
tration. The “Fuse Man” was exhibited 
last week at the new inventions exhibit 
of the Inventors of America. 

The collection includes fuses from 
more than thirty states and several for- 
eign countries. Every fuse is from a 
different manufacturer, A General Elec- 
tric fuse dating 1892 is from the old 
Fulton Ferry House in New York, one 
is from the G.E. House of Magic at the 
New York World’s Fair, and a basket 
weave and a key fuse are in the col- 
lection. 


with the problem. Co-operation is es- 
sential. 

As an example of real co-operation, 
Chairman Leland Olds of the Federal 
Power Commission has made the as- 
sistance of his entire defense power 
staff available to the Office of Production 
Management. The commission’s knowl- 
edge of the power situation in the coun- 
try will be utilized in providing power 
for defense without duplication and 
without delays. Leaders in the operation 
of the country’s great power systems 
public and private 
with 


have offered to help 
Everything 
make available 
co-ordinated projections of defense loads 
by areas: 


and advice. 
done (a) to 


counsel 
will be 


(b) to develop specific plans 
for an adequate power supply to meet 
both and 
quirements, and (c) to develop a prac- 


defense civilian power re- 


tical plan for power priorities, both as 
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to equipment and as to available power 
supply, so that the demands of the 
emergency may be met without delays 
and without unreasonable dislocation of 
non-defense activities. This job must 
be done. It will be done. Old contro- 
versies must be pushed into the back- 
ground, “Business as usual” is out. We 
must continue to provide adequate power 
for defense. 

Demands for defense power are rap- 
idly increasing. Neither past conflicts 
nor fears as to the future can be per- 
mitted to block our effort. Wholehearted 
co-operation is necessary from private 
and public agencies engaged in pro- 
viding power. With continued co-opera- 
tion between defense agencies, the fed- 
eral and state regulatory authorities, 
the country’s electric systems, and the 
manufacturers of electrical equipment, 
all of the defense power problems will 
be solved. 


Priorities Are Set 
for Vital Services 


Repair and maintenance materials 
and equipment required for uninter- 
rupted operation of vital industries and 
public services have been given blanket 
form of priorities in a formal order 
from OPACS. The system is designed 
to provide essential articles ahead of 
all non-defense uses and ahead of allo- 
cation for defense production to the 
extent that this is possible. 

Although the priorities status was 
promulgated by OPACS, the priorities 
division of OPM will be the administra- 
tive agency assigned to the job, The 
program covers 26 industries, including 
street railway, subway. elevated and 
interurban lines, interurban and inter- 
state buses, telephone, telegraph and 
radio communications (including com- 
mercial broadcasting). electrical energy 
production and distribution, and min- 
eral, chemical, petroleum and like in- 
dustries. 


Utah City Seeks License 
to Build Hydro Project 


Beaver City. Utah. through Mayor J. 
Frank Smith, has applied to the Fed- 
eral Power Commission for a major 
license for its proposed project on the 
Beaver River affecting government 
lands in the Fishlake National Forest. 

The project consists of a diversion 
dam about 17 feet high, a 30-inch pile 
line about 2 miles long. a power house 
with 750-hp. capacity and a 6.900-volt 
transmission line. Energy generated 
would be used to supply Beaver City 
and the Beaver Valley Electric Associa- 
tion. Inc. 
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RFC Subsidiary Would 
Finance Power Expansion 


Federal Power Commission recommends to President Roosevelt that 
government assume greater responsibility for additional generating 
capacity — Would turn units over to power stations as needed 





Recommendations that the govern- 
ment set up a subsidiary of the Recon- 
struction Finance Corp. to finance an 
adequate power supply for the National 
Defense program through 1943, 1944, 
1945 and 1946 were made to President 
Roosevelt last Wednesday by the Federal 
Power Commission. 

The time has come for the federal 
government to assume a larger share of 
responsibility for planning and financ- 
ing the additional generating capacity 
required, the report of the FPC to the 
President stated, 


Government’s Responsibility 


FPC Chairman Leland Olds stated 
that the responsibility for the placing 
and financing of electric energy plants 
should be assumed by the government 
through a subsidiary financed by the 
RFC acting upon recommendation of 
the FPC. 

Utilities whether publicly or privately 
owned should be given an opportunity 
to undertake the commitment either di- 
rectly or on a lease purchase basis for 
any unit or units which will be provided 
for their respective systems, the report 
stated. The commission should be au- 
thorized to supervise the plan and to 
make arrangements for transfer of gen- 
erating units to the systems as_ the 
situation requires. 

It was reported that the U.S. Corps 
of Engineers, the TVA and other agen- 
cies as are concerned should construct 
a series of river basin projects calling 
for installation of approximately one 
million kilowatts a year in accordance 
with the program and schedule _pre- 
pared by the FPC on the basis of the 
regional needs of the defense program, 
the report stated. 

Orders should be prepared for steam 
and hydro turbine generators sufficient 
to assure for the next five years con- 
tinuous capacity operation of the por- 
tion of the electrical equipment fac- 
tories reserved for manufacture of com- 
mercial generator units. Financial com- 
mitments should be made immediately 
lor units to be completed in 1943 or 
1944. the FPC report stated. 

The plan as proposed works out pro- 
portion of generating units of various 
sizes which best fit manufacturing sched- 
ules and—‘assumes” standardization to 
maximum possible extent to avoid delay 
and overhead—‘proper balance” be- 
tween hydro and steam projects. 
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The plan, as released by Mr. Olds 
carries a complete list of generating 
installations by companies and sizes and 
dates through 1946. Government pur- 
chases involve 3,742,000 kw. in New 
England and Mid-Atlantic region; 
2,853,000 kw. in Pittsburgh-Chicago in- 
dustrial belt; 2,070,000 kw. in South- 
east; 1,825,000 kw. in North Central 
area; 760.000 kw. in lower Mississippi 
Valley states; 95,000 kw. in Dakotas to 
Montana belt; 1,315,000 kw. in North- 
west and 780,000 kw. in California, Ari- 
zona and Nevada. 

At the same time that the FPC recom- 
mendations were being forwarded to the 
President, Secretary Ickes concluded a 
White House conference on power and 
submitted to Mr. Roosevelt a plan for 
construction of several generator units 
at existing dams to meet the power 
shortage. Mr. Ickes said that he wanted 
a steam plan at Central Valley and more 
generating facilities at Bonneville. 
Boulder Dam and Grand Coulee. 


Gets Show Cause Order 


Federal Power Commission has di- 
rected the Carolina Power & Light Co.. 
Raleigh, N. C.. to show cause at a 


public hearing to begin on July 21 in 
Raleigh, why recommended accounting 
adjustments should not be made and 
why appropriate proceedings should 
not be instituted against the company, 
its officers and directors for failure or 
refusal to comply with the requirements 
of the commission’s uniform system of 
accounts. 

The Utilities Commission of North 
Carolina and the Public Service Com- 
mission of South Carolina are permitted 
to participate in the hearing. 


Kaukauna Plant Will 
Install 2,400 kw. Unit 


Wisconsin Public Service Commission 
has authorized the city of Kaukauna 
electric utility department to install a 
new 2.400-kw. hydro-electric generating 
unit complete with building alterations 
and control and substation equipment, 
at a cost of approximately $190,000. 
Electric Machinery & Manufacturing 
Co., Minneapolis, will supply the gen- 
erator and exciter for the new unit for 
$41.595 and the contract for a turbine 
and governor went to the S. Morgan 
Smith Co., York, Pa., for $58,000. 


Widen Scope of Hearing 


Federal Power Commission _ has 
ordered that the public hearing con- 
cerning accounting by the Pacific Power 
& Light Co.. which was adjourned on 
May 24, 1940. subject to further orders 
of the commission, be enlarged in scope 


and resumed on August 25, 1941. 








REA Photo 


NEW FEDERAL DAM—Officials of the Brazos River Transmission Electric Cooperative 
and of REA in Washington were principal speakers at the recent dedication of the 


Possum Kingdom Dam and hydro-electric project near Mineral Wells, Texas. Power 


from the project will serve 13 REA-financed cooperative systems. 
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NEW RADIO STATION-—J. B. Bowen, assistant chief dispatcher, testing the new radio 
station of San Diego Gas & Electric Co. authorized by the Federal Communications 


Commission. 


The station makes possible quick dispatch of trucks for line repairs. 





TVA Modifies Plan 
to Cut Use of Power 


TVA has announced a 20 per cent 
modification of its emergency power 
conservation program in the Southeast 
following recent heavy rains. Private 
utilities in the region lifted some re- 
strictions last week. 

Contracts for the purchase of 1,446,- 
100 tons of coal for use in the author- 
itv’s four steam-electric generating 
plants at Wilson Dam, Hales Bar, Nash- 
ville and Parksville are announced by 
Gordon Clapp, general manager of TVA. 

The level of Wilson Dam reservoir 
at Muscle Shoals will be raised ap- 
proximately 2 ft. to give greater flexi- 
bility in power operations. Cost of the 
work is estimated at $275,000. 


Order Power Units 
for Taunton Plant 


The Taunton. Mass., municipal light 
department has released news of the 
5.000-kw. Westinghouse 
topping turbine unit and a 212,000-Ib.- 
per-hour Riley boiler of the outdoor 
tvpe for its West Water steam generat- 
ing plant, the expected date of opera- 
tion being about January 1, 1942. 

Chester F. Buckley, manager, stated 
ELECTRICAL WoRLD representa- 
tive that the boiler will be designed 
to burn either oil or pulverized coal 


order of a 


to an 
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and that the addition of this unit will 
bring the plant rating to 20,500 kw. 
Steam will be delivered to the turbine 
at 850 lb., 900 deg. F., and the back 
pressure steam at 200 Ib. will be uti- 
lized by existing turbines from supply 
into which the exhaust of the 
topping unit will be delivered. 

Recent orders for auxiliary equip- 
ment include Worthington boiler feed 
pumps, Bailey combustion control, Per- 
mutit deaerating heater. Underground 
Steam 


mains 


Construction — high-pressure 


piping. Lunkenheimer and Edwards 
valves. Arthur L. Nelson Engineers, 


Boston. are consultants. 


Central Illinois Light 
May Lose Franchise 


The City Council of Springfield, Dl.. 
has adopted a resolution canceling the 
franchise, effective August 15, of Central 
Illinois Light Co., subsidiary of Com- 
monwealth & Southern Under 
terms of the resolution the city will 
take over the utility’s customers and 
serve them through the city-owned plant. 

The resolution was adopted under au- 
thority of a recent Supreme Court de- 
cision holding municipalities may order 
utilities to 


Corp. 


remove equipment from 
streets at expiration of franchises. The 


decision will be heard again by the 


court at the September term on rehear- 
ing granted the state Commerce Com- 
mission. 
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San Diego Utility Has 
Two-Way Radio Trucks 


San Diego Gas & Electric Co. will 
equip its emergency trucks with two- 
way radio directed from a station li- 
censed by the Federal Communications 
Commission and recently completed at 
the company’s service building. 

The 250-watt radio station, designated 
WO6XEP, is the frequency modulation 
type. first of its model built on the 
Pacific Coast. The station will cover a 
radius of 50 miles. A special type of 
antenna, designed by company experts, 
is used, and the mast, 115 ft. above the 
street. can be lowered for purpose of 
repairs. 

Three trucks have been equipped 
with two-way sets of 25-watt power and 
others will be similarly equipped. Lo- 
cated at strategic points along power 
lines. the trucks will answer line breaks. 


Toledo Edison Rejects 
City Purchase Move 


Toledo city officials plan discussions 
with local business leaders looking to- 
ward purchase of the facilities of Toledo 
Edison Co., affiliate of Cities Service Co. 

Caroll L. Proctor, president of Toledo 
Edison, informed city officials that Cities 
Service Co. neither wants to negotiate 
for its sale nor intends to offer it for 
sale. Mayor John Q. Carey and two 
councilmen had filed a resolution with 
the City Council to purchase the local 
utility and to recommend that Guy C. 
Meyers of New York be named fiscal 
agent to negotiate for the purchase of 
the utility. 


TVA Gets $40,000,000 


The Senate has approved a House 
bill appropriating $40,000,000 to TVA 
for use in the current fiscal year in 
construction of additional power-gener- 
ating facilities. The new construction 
involves four dams on the Tennessee 
River tributaries, additional turbines at 
projects already constructed and trans- 
mission facilities. The dams will be 
known as the Chatuge, Notely, Ocoee 
No. 3 and Appalachia projects. 


Buys Utility Properties 


South Carolina Public Service Au- 
thority has completed arrangements fo! 
the purchase of the power facilities o! 
South Carolina Utilities at a cost ol 
$685.000. This marks the entry of the 
authority into the utility business 
Power will continue to be purchased 
from Carolina Power & Light Co. 
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OPACS Sees Curtailment 
of Electrical Appliances 


Holds conferences with manufacturers to supply information on avail- 
able supply of materials — Weiner to work out allocation program 
to ease dislocation of production — Replacements studied 


Groundwork for curtailment of pro- 
duction of household and commercial 
electrical appliances was laid this week 
in preliminary conferences between the 
civilian supply section of OPACS and 
representatives of affected industries. 

First meeting was with household me- 
chanical refrigerator producers, and 
this was followed by sessions for the 
commercial refrigerators, domestic laun- 
dry equipment, air-conditioning equip- 
ment, heating equipment, ranges and 
miscellaneous household appliances in- 
dustries. 


Sees Shortages 


OPACS officials told all of these in- 
dustries that it is inevitable that there 
will be insufficient quantities of many 
essential items, mostly metals, to con- 
tinue normal production. Purpose of 
these initial meetings was to trade in- 
formation, OPACS giving the industries 
estimates of available supplies and in- 
dustry spokesmen supplying estimates 
of their requirements and the disloca- 
tions which curtailment would cause. 

It was officially announced by Joseph 
L. Weiner, chief of OPACS’ civilian sup- 
ply division, that the data assembled 
at these sessions will be the basis for 
working out allocation of scarce mate- 
rials among competing civilian users. 
“with due regard for such factors as 
displacement of labor, the possibility of 
using plants involved in defense work 
and relative importance to consumers of 
the particular types of goods.” 

Still another question is whether 
OPACS, in setting up allocation pro- 
grams, will provide for horizontal re- 
ductions in production schedules such 
as was done in the auto industry or 
attempt to arrange a priority program 
which would attain the same end by 
limiting raw materials. Whatever pro- 
grams are set up will be designed to 
promote public welfare; laundry equip- 
ment, for instance, is considered more 
essential than electric curling irons. 

Following this policy of arranging 
for first things first, OPACS this week 
directed that raw materials for repair 
and maintenance parts for such _ pri- 
vately owned consumer goods as house- 
hold appliances and automobiles be 
siven preference over other civilian 
needs. This program is similar to the 
priority rating which OPACS has pro- 
mulgated for repair and maintenance 
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supplies to maintain continuous opera- 
tion of essential industries. 

It means that in the allocation of that 
portion of scarce materials left over 
after defense needs are met, supplies 
for parts for such things as ranges. hot 
water heaters, refrigerators, etc., are to 
be filled ahead of orders for the same 
equipment for new production. As with 
other civilian allocation programs, 
OPACS has announced this one also 
will be administered by OPM’s Priorities 
Division. It will be up to this division 
now to arrange the necessary machin- 
ery to assure manufacturers and dis- 
tributors of these parts a means of 
getting necessary raw materials. 


See Capital Changes 
for Florida Power 


In what may prove a prelude to sim- 
ilar action against other holding com- 
panies, the Securities and Exchange 
Commission has called a hearing for 
August 1] to determine whether Florida 
Power & Light Co. “shall revise and sim- 
plify its capital structure and take other 
steps to redistribute fairly and equitably 
voting power among its security hold- 
ers.” 

The order charges an overstatement 
of $40,065,995 in the plant and invest- 
ment accounts of Florida Power & Light 
and alleges that American Power & 
Light and Electric Bond & Share prof- 
ited thereby. According to the notice of 
hearing, the SEC also seeks to deter- 
mine: 

Whether Florida should restate its 
plant and investment. surplus, capital 
and other accounts. 

Whether to stop the payment of any 
dividends on Florida’s $6 preferred, $7 
preferred or common stock. 

Whether to stop future payments of 
interest or principal of the utility’s $22.- 





New Unit for Tampa 


Tampa Electric Co. has started work 
on a $1,750,000 expansion of its steam- 
electric plant to serve the city’s grow- 
ing defense needs. The expansion will 
include a 15,000-kw. unit scheduled 
for operation in the fall of 1942. 
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000,000 worth of 6 per cent debenture 
bonds, series A, due 1951, issued to 
American. 

Whether to require that these bonds 
and the 10,000 shares $6 preferred stock 
of the utility held by American be con- 
verted into common stock or otherwise 
subordinated to the publicly owned se- 
curities of Florida Power & Light. 

Whether to cause American to repay 
to Florida the sums received on or about 
July 1, 1941, as dividends on the sub- 
sidiary’s $6 and $7 preferred stock held 
by American. 


Explosion Disrupts 
Mississippi Service 


A mysterious explosion on July 10 
which wrecked the substation of Missis- 
sippi Power & Light Co. at Jackson 
threw 33 towns into darkness and 
caused damage in excess of $150.000 and 
injury to one employee. 

President Rex I. Brown said that the 
explosion was an electrical one and 
burned out wires connecting with other 
transformers. Fire spread to the entire 
switching structure and resulted in crip- 
pling of three 110.000-volt transformers. 
C. W. Allen, dispatcher at the substa- 
tion, received injuries to his eyes from 
the violent glare. 

Restoration of service was made rap- 
idly and it was necessary to install 
three new transformers, which were 
shipped from Greenville. Durant and 


Little Rock, Ark. 


Must File with FPC 


Pacific Gas & Electric Co. has been 
informed by the Federal Power Commis- 
sion that it must file a formal declara- 
tion of intention before beginning con- 
struction of a new power development 
on the Pit River in California which 
the company plans in lieu of the previ- 
ously proposed Cresta and Pulga devel- 
opments on the Feather River. 
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Lightning Causes Blackout 


Lightning, striking simultaneously, 
damaged generators at Chats Falls 
and transmission lines at Beauharnois 
shortly after 3 p.m., July 8, and left a 
large portion of Ontario without power. 
The Niagara system was unable to stag- 
ger the excess load thrown on it by the 
breakdown and transformers all through 
the western loop, from Preston to Kitch- 
ener. failed to function. In addition to 
the metropolitan area of Toronto, the 
“blackout” extended as far west as 
Woodstock. Part of the city of Hamilton 
was affected. 
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Connecticut Rural 
Cost to Be Shared 


Existing customers of Connecticut 
utilities will henceforth bear a substan- 
tial portion of rural service extension 
costs, as the result of a recent act of 
the state Legislature (House Bill 
2.639). The Public Utilities Commis- 
sion was directed by this act to order all 
companies distributing electricity in the 
state to extend lines in their chartered 
territory to all unserved areas having a 
density of customers for electric service 
averaging at least two per mile on such 
proposed new and 
maximum guarantee of 
month per mile. 

Commenting on this order, President 
C. L. Campbell of the Connecticut Light 
& Power Co. stated that the act would 
throw the burden of new rural electrifi- 


lines, requiring a 


$13.50 per 


cation costs on city customers and would 
prevent rate reductions in other areas. 
It is estimated that this company will 
have to build 794 miles of line at a cost 
of $1.500.000, representing a direct loss 
of $39.966 per year plus 3 per cent inter- 
est on capital expended, amounting to 
$45.000 a year. 

President Samuel the 
Hartford Electric Light and Connecticut 
Power companies said: 

“We glad to comply with this 
order of the commission, not only be- 


Ferguson of 


are 


cause it is in accord with the objective 
of recent legislation relative to the ex- 
tension of rural service but also because 
it relieves the managements of electric 
companies from one particular burden 
of responsibility toward existing custom- 
ers which hitherto existed. In the past 
we have felt that we had no right to 
burden existing customers in territories 
of reasonable density the 
prospective customers in 


with cost 


of serving 
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Chino is nearing completion. 





sparsely settled territory even though 
such might be a desirable social policy.” 

Now conditions are very different, Mr. 
Ferguson said, in that existing custom- 
ers, “through their duly elected repre- 
sentatives in our legislature, have voted 
to adopt the social policy that the cost 
of serving sparsely settled territory shall 
be assessed upon the customers in the 
rest of the territory; and we are very 
glad to so conduct our business and will 
do our best to extend our rural service 
as contemplated by the legislation. As 
private individuals we had no right to 
lay down this social policy but we are 
glad to follow this policy now that it 
has been adopted by the state through 
appropriate legislation.” 

Mr. Ferguson pointed out ‘that the 
mileage required to cover down to two 
customers to the mile is about 200 miles. 
The company has previously covered 
down to a density of three or four 
customers to the mile. 


Power to Be Saved 
in Daylight Time 


President Roosevelt asked Congress 
this week for legislation to provide day- 
light saving time “upon such a regional 
or national basis, and for such part, or 
all, of the year, as he might deem neces- 
sary in the interest of our national de- 
fense.” 

The FPC estimated that 736,282,000 
kw.-hr. could be saved in a year and 
listed for the President the following 
savings by regions: 


Midwest, 292.353.000: Northeast. 
137.910.000: Pacific Southwest, 119.- 


164.000; Southeast, 104,500,000; Moun- 
tain and Plains, 43.000.000. and the Pa- 
cific Northwest. 39.355.000. 
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Baton Rouge Power 
Break Laid to Strike 


A reward of $500 has been offered 
by Gulf States Utilities Co. for evidence 
leading to conviction under the federal 
anti-sabotage act following the “black- 
out” of ten Louisiana communities last 
Saturday when a substation explosion 
at Baton Rouge disrupted electric serv- 
ice, 

Hal C. Leonard, Gulf States vice- 
president, charged that some of the 
equipment had been sabotaged. He de- 
clared that removal of a fuse which 
caused oil to drain from a transformer 
and subsequent explosion of the trans- 
former was “definitely an act of sabo- 
tage.” 

A strike against the company’s Louis- 
iana division was called four days be- 
fore the explosion by the International 
Brotherhood of Electrical Workers, 
AFL, but union officials declared that 
its members “could not possibly” be re- 
sponsible for the interruption. About 
150 employees are affected by the strike. 
which was called after the union de- 
manded recognition as representative of 
the service and power house employees 
of the Louisiana division. The utility 
has contracts with the Gulf States Util- 
ities Employees’ unaffili- 
ated. 

The company reported six separate 
stoppages of power. It found barbed 
wire across highlines in two instances. 


Association. 


Heated Flying Suits 


General Electric Co. has been 
awarded a contract by the U.S. Army 
Air Corps for 12,000 newly perfected 
electrically heated flying suits. 


SWITCHING STATION—Pisgah switching station of Southern California Edison Co., cross-over station between Edison's firsi 
and second lines, located in the desert midway between Boulder and Chino. The company’s second 220-kv. line from Boulder to 


Work is being rushed to meet defense loads 


fats 39.. 204i 

















NEWS BRIEFS 


As or May 23 a total of 109 employees 
of Virginia Electric & Power Co. were 
in the armed forces of the United States. 





No TIME IS BEING LOsT in stimulating 
appliance sales in Indianapolis. The 
Electric League is launching an electric 
range campaign with cash prizes, a big 
blow-out and a pot of gold awaiting the 
dealer and dealer’s salesman. Refrigera- 
tor deliveries are way behind. 


BUREAU OF CENSUS REPORTS that three 
out of every ten farms in Nebraska have 
electric service; five out of six in New 
Jersey, one-fourth of all farms in Kan- 
sas and one-third in New Hampshire. 


FINGERPRINTING OF ALL EMPLOYEES of 
Tampa Electric Co. was put into effect 
at the the Federal Power 
Commission and defense organization. 
Everyone of the 600 employees from 
General Manager Frank J. 
water boys 
fingers for a record. 


request of 


Gannon 


down to smudged 


their 
It was voluntary 
and no one objected. 


Witmer D. Revyea, industrial repre- 
sentative of Public Service Electric & 
Gas Co.. Newark, N. J.. and J. W. Wau- 
ters, industrial sales engineer, Jersey 
Central Power & Light Co., are among 
four New Jersey executives who will 
give their services in aid of the OPM 
program. 

REGULATIONS OF METER CERTIFICA- 
rioN in England have been somewhat 
relaxed because of wartime conditions. 
The Electricity Commissioners state that 
the industry has released at least 60 
per cent of its testing and repairing per- 
sonnel and is carrying on with a mini- 
mum staff for the testing and certifica- 
tion of meters in addition to other test- 
ing required, according to the Elec- 
trical Review, London. To replace 
lost personnel, the commissioners sug- 
gest female labor. To meet difficulty in 
obtaining supplies, suggestion is to re- 
use old jewels and recondition pivots. 


More THAN ONE-THIRD of the nation’s 
mercury vapor lamps for highway light- 
ing are concentrated in the city and 
county of Denver, Colo., says George E. 
Lewis. manager of Rocky Mountain 
Electrical League. following completion 
of the and highway 
lighting committee’s survey of Denver's 
streets. 


League’s street 


\ HEDGE AGAINST possible fuel oil 
shortage has been taken by Public Serv- 
ice Co. of New Hampshire in its effort 
to insure adequate generating capacity 
during low water seasons. The utility 
has increased its fuel oil 
the floating 


storage Ca- 


pacity at power plant 
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NEW OFFICES—Night view of the new general offices of East Tennessee Light & 
Power Co. constructed on a site once owned by General Evan Shelby, famous leader 
in the French and Indian War, under a grant from Thomas Jefferson. 





“Jacona,” near Portsmouth. from 30,000 
to 110.000 bbls. Larger coal storage is 
also being provided at Kelley's Falls 
steam plant, Manchester. 


Employees Told Jobs are 
Open After Armed Service 


Assurances that their jobs would be 
held open for them while they are in 
military service were given employees 
of Jersey Central Power & Light Co. at 
the dedication and flag raising cere- 
monies July 12 at the company’s Allen- 
hurst, N. J.. plant. The occasion marked 
the unveiling of a monument to em- 
ployees serving in the armed forces of 
the country. 
said 
that jobs would be waiting for all when 
released from service. Other speakers 
included Halsey D. Polhemus, execu- 
tive vice-president. and Lieut.-Col. Karl 
W. Schleede and company employees. 


President Thomas R. Crumley 


J. F. McClure Dies 


J. F. McClure, president Gage Pub- 
lishing Co., publishers of Electrical 
Vanufacturing, died at his home in Ma- 
plewood, N. J.. July 14. Mr. McClure. 
who spent his entire business career 
with the succeeded N. W. 
Gage, the founder, upon his retirement 


company, 


ten years ago, 


To Buy Key West System 
Key West. Fla.. City Council has 


plans under way for acquisition of the 
local properties of Key West Electric 
Co.. to be operated as a municipal 
plant. It is proposed to issue $1,000,000 
in bonds to finance the acquisition. 
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New Offices Opened 
by Tennessee Utility 


East Tennessee Light & Power Co. 


recently dedicated its modern 


with 


new 


home appropriate “open house” 
ceremonies; to which the public was in- 
vited. The structure pro- 


vides more than 21.000 square feet of 


three-story 


floor space for display rooms. offices and 
department quarters. There is an audi- 
torium seating 175 people with a model 
kitchen on a raised platform. 

Fluorescent lighting has been freely 
employed, giving intensities from 50 to 
75 ft.-candles, depending upon need. 

The main display room floor is of 
red and gold asphalt tile and has troffer 
lighting units with Electric 
fluorescent lamps, the system providing 
75 ft.-candles at 36 the 
floor. 


General 


inches above 


New Zealand Power Cut 


\ warning has been given New Zea- 
landers that their demand for electric 
power is too great to be supplied by 
existing capacity of state-owned hydro 
plants. Drastic curtailment is foreseen 
if drought occurs in areas providing 
power. 


Burke Named to SEC 


Edmund Burke, Jr., director of the 
SEC’s reorganization division, has been 
nominated by President Roosevelt as a 
member of the commission to fill the 
vacancy created by the resignation of 
Henderson. Mr. Henderson re- 
signed to devote all of his attention to 
his new job of price administrator un- 


der the OPM. 


Leon 
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SEE 2,500,000-KVA. 


INTERRUPTION—Engineers of Consolidated Edison of New York 


and guests at Westinghouse view the utility's new compressed air breaker for the 


Sherman Creek station. 


Beginning third from left are: N. Stahl, Pennsylvania Power & 


Light; W. F. Sims, Commonwealth Edison: S. M. Dean, Detroit Edison, representing the 
A.E.1.C. committee on electric switching and switchgear, as guests of J. F. Fairman. 
Consolidated Edison, sixth from left 


United Light Asks 
Integration Delay 


United Light & Power Co. has in- 
formed the SEC that it is willing to 
comply with the death-sentence clause of 
the utility holding company act, but 
does not think the commission should 
issue an order under it so sweeping that 
it would be difficult to comply without 
serious losses. 

Donald R. Richberg, counsel for the 
utility, told the SEC that “we think the 
time is singularly inappropriate for a 
sweeping order of the character pro- 
posed, because of the conditions which 
have caused the President to proclaim 
an unlimited national emergency. Condi- 
tions, as the commission knows. have 
raised grave difficulties in the way of 
complying with one sweeping order al- 
ready in these proceedings on March 
20, 1941, an order directing the dissolu- 
tion of the United Light & Power Co.., 
the top holding company in this hold- 
ing company system.” 

Mr. Richberg said that there are 
more difficulties than had been antici- 
pated and that others can be seen. It 
was his suggestion that a complete pro- 
gram be promulgated and then deter- 
mine what steps can reasonably be ac- 
complished within one or two years. 


TVA Project Report 


TVA has published its technical re- 
port No. 3, the Pickwick Landing Proj- 
ect, prepared to give to the engineering 
profession and the general public 
about the planning, design and 
struction of the project on the Tennessee 


facts 
con- 
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River. The two other reports covered 


the Norris and Wheeler projects. Copies 
of the report can be obtained from the 
Superintendent of Documents. Washing- 
ton, D. C., at $1 each. 


MEETINGS 


International Association of Electrical Inspectors 

Southwestern section, Hotel DeAnza, San Jose, 
Calif., August 25-27. H. L. Gerber, secretary, 
R 205. City Hall. San Francisco elit, 
section, Winthrop Hotel, Tacoma 
Wash., September 2-5. F. D. Weber, secretary 

©. Box 70, Portland, Ore.; western section 
otel St. Paul, St. Paul, Minn., September 8-10. 

H. Moore, secretary, 320 N. Meridian, St 
ndianapolis, Ind.; eastern section, Mayflower 
Hote Washington, D. C., September 22-24 
F. N. M. Squires, secretary, 85 John St., New 
York, N. Y.: southern section, McAllister Hote 
Miami, Fla., September 29-October |. Joseph 
Vhitner, secretary, P. O. Box 1743, Atlanta, Ga. 


oy pores inetitete of Electrical Engineers—Pacific 
nvention, Yellowstone Nationa! Park 
haa st 27 29 H H. Henline, national secre- 
tary 29 West 39th St New York N Y 


Pennsylvania Electric Association—Annua 

Be _ 9rd Springs Hotel, Bedford Springs 

Pa., September 3-5. A. B. Millar, managing 
rector State Street Bldg., Harrisburg, Pa 


northwestern 


conven 


eee Utilities Association — An conven- 
On 2an City, Md. cunenline 
2 Cook, secretary, Potomac 


B ig. Fete Md. 


Rocky League—Annua! con- 

vent Stanley Hotel, Estes Park, Colorado 
September |I-13. George E. Lewis, rv anager, 
sas and Electric Bldg., Denver, Colo 


Mountain Electrical 


Wisconsin Utilities Association—Accounting sec- 
tion, electric, gas and transportation, Law- 
Green Lake, Wis September 
section Hotel Schroeder, Mil- 
October 13-14. A. F 
tive secretary, Room 502, Brumder 


West Wells St., Milwaukee, Wis. 


3 Hotel 
? 2 electric 
waukee Herwia execu- 


Bldg., 135 


itluminating Engineering Society — Annual con 
V on, Atlanta 
Ser tember 22-25. 


retary, 51 Madison Av. c ork, N. Y 


Itmore te Sa 


cee ee whey executive 
ank xecutive 


Association of Iron and Steel Engineers—Annua 

nventior Cleveland Public Auditorium 
23-26. Brent Wiley 
Bldg Dp ttsburgh 


evelar eD mber 


managing 


fal meet- 
Hotel, French 
E. Blossom 


Indianapolis, ina 


Indiana Electric Association—Annua 
ng, French Lick Springs 
nd., September 24-26. R. 


tary, 1414 Circle Tower 


secre 
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Utility Engineers See 
Test on Air Breaker 


Engineers of Consolidated Edison Co. 
of New York and their guests last week 
visited Westinghouse’s high power labo- 
ratory and witnessed a new compression 
air breaker for the utility’s Sherman 
Creek station withstand a short circuit 
of 2.500.000 kva., said to be the greatest 
power ever interrupted on test. The 
three-pole, 15-kv., 4,000-amp., 2%-mil- 
lion-kva. breaker is for the indoor bus- 
tie at the station in New York City. 

Those attending included J. F. Fair- 
man, G. R. Milne, Carl M. Gilt and 
A. M. DeBellis of Consolidated Edison, 
W. F. Sims of Commonwealth Edison, 
N. Stahl, Pennsylvania Power & Light, 
and S. M. Dean, Detroit, Edison. 


FPC Allocates Power 
from Niagara River 


Federal Power Commission has ex- 
ercised its authority to order priorities 
in distribution of electric power a sec- 
ond time to allocate the energy made 
available by recent diversion of an addi- 
tional 5000 c.f.s. of Niagara River water. 

The allocation previously made to 
the Aluminum Co. of America has been 
increased from 500 kw. to 1,200 kw. and 
these other companies each have been 
allotted energy: Carborundum Co., 
5,000 kw.; General Abrasive Co., Inc., 
700 kw.; Great Lakes Carbon Corp.. 
3,400 kw.; Hooker Electrochemical Co., 
4,300 kw.; Innis Speiden & Co., 100 
kw.; International Graphite & Elec- 
trode Corp., 2,000 kw.; National Car- 
bon Co., Inc., 4,000 kw.; Niagara Alkali 
Co., 1,400 kw.; Niacet Chemicals Corp.., 
900 kw.; Oldbury Electro-Chemical Co., 
1,400 kw.; Pittsburgh Metallurgical. Co.. 
7,400 kw.; Titanium Alloy Manufactur- 
ing Co., 4,200 kw.; Vanadium Corp. of 
America, 14,000 kw., and Union Car- 
bide Co., 16,000 kw. 

All of the allocations will be used 
to increase defense production at the 
fifteen plants involved. Prompt disposi- 
tion of the entire amount of energy re- 
sulting from the diversion points to like- 
lihood of early negotiations between the 
U. S. and Canada for still more diver- 
sion at Niagara. Existing generating 
equipment on the American side of the 
boundary could use 7.500 c.f.s. more 
water at any time it becomes available. 


More G.E. Stockholders 


General Electric stockholders on June 
27 totaled 217,340, an increase of 6,223 
over a year ago, according to W. W. 
Trench, secretary. The present number 
is an increase of 1,782 over the last 
dividend record date of March 14. 
10s 
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te Dash of Sale 


The sirloin steak tastes grander—those fresh garden 
peas and the hash-browned potatoes become a 
delightful meal with the proper seasoning —— with 
a dash of salt. 

In business relations it is the same. It is the sea- 
soning known as “personal attention” that turns a 


satisfactory transaction into a pleasant relationship. 









Line Material Company is sizable enough to 


carry on long-range research for the betterment of 
the industry it serves, and many important contrib- 
utions have already been made. Yet in its several 
factories and nation-wide offices it is a shirt-sleeve 
type of company — small enough to get things 
done and to make business relations 
a personal matter . . . to add the 


dash of salt of personal attention. 





LINE MATERIAL COMPANY 


FEATURE DISPLAY—tThis illuminated outdoor displ Nor 
visitors to the all-electric “Idea House” at the Woliliter v 
and equipment in modern home planning and cuit is 
attached to any art museum. It is expected that mm00,00 


FLUORESCENT CANOPY GETS BAKING—Infra-red was installed to bake white syn- 

thetic enamel on fluorescent troffer units with Fostoria Para-Sphere equipment built 

into flat banks opposed, 30 inches between banks, moved along by a conveyor which 

holds troffers in the vertical plane. Outside is finished in aluminum, inside white. A 
total of 62 kw. was required for the job. 


SERVICE RECORD-Officials of New England Power Association group gathered to honor Dewey Abell, chief 
engineer Lawrence Gas & Electric's generating department, whose 55 years of service for that utility marks 
a new high among the 9,000 employees of the system. 


L. to r., front, President F. H. Sargent, L. G. & E.; Mr. Abell; C. S. Herrmann, president N.E.P.A.; J. W. Keeney, superin 
tendent northern division; E. C. Hart, N.E.P.A. treasury department; Herbert Southworth, assistant manager, L. G. & E. Rear: 
F. C. Harmon, assistant treasurer L. G. & E.; R. H. Patterson, vice-president and manager, L. G. & E.; L. E. Seekins, manager 
northeastern district, N.E.P.A.; A. E. Pope, vice-president, A. S. Walker, operating engineer, and W. C. Bell, vice-president, 
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disp Northern States Power Co., Minneapolis, directs 
. Welfter which demonstrates the use of new materials 
rd cat is the first permanent full-scale exhibition house 
that 00,000 visitors will see the house during the exhi- 


POWER AND NAVIGATION—Steel work rising over the generator bay on the 

$40.000,000 Santee-Cooper project in South Carolina which will have an initial installed 

generating capacity of 133,000 kw. and an ultimate capacity of 163,000 kw. A lock 
will connect the Pinopolis lake and the tail canal for navigation. 


TESTER ON WHEELS-One of the trailers and tow cars used by Underwriters’ Laboratories as traveling field 

laboratories for testing wire, cable, fuses and circuit breakers. This is one of three; two like this one have al 

ready taken to the road, replacing the familiar “red trucks” that have toured the country for five and one-half years. 
They are air-conditioned and fluorescent-lighted. 
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Portrait of a Heliophile® 


Ten thousand feet high in the 

Chilean Andes, you can get 

an awful sunburn... and so 
cancables. The actinic rays of thesun that 
high, raise “hob” with cable coverings. 
Awhile back, Chile Exploration 
Company decided they were sick of the 
hob and gave our research engineers the 
job of making a cable that could lie in 
the broiling sun day after day without 
cracking and failing. So, we made Sunex 
Securityflext, a cable that defies the sun 
ten thousand feet high in the moun- 
tains and with equal defiance faces the 
rough and tumble conditions of mining 
3,000 feet below the surface of the earth. 
It is an example of the resourceful- 


ness of Anaconda research. It is the 
same kind of research that produced a 
great basic advance in paper cable man- 
ufacture . Type CBt construction 
that outlasts the standard type by an 
easily recognizable margin. 
Theadvantages of this research go into 
every product made by this company.. 
and that includes a wire and cable for 
every electrical requirement. Put them 
to work for you. There is no premium. 


Anaconda Wire and Cable Company 


General Offices, 25 Broadway, New York 
City: Chicago Office: 20 No. Wacker Drive 
Subsidiary of Anaconda Copper Mining 
Company. Sales Offices in Principal Cities 
tReg. U.S. Pat. Off. 41385 


USE MODERN IMPROVED 
ANACONDA WIRE AND CABLE 
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This familiar trademark 
- identifies Anaconda 
products. It symbol- 
izes the best efforts 
of man and science. 


*Borrowed from the Greeks 
he/tos (sun) and philos (love of) 


judy 19: 





Energy Production 
Snaps Back Sharply 


Power output for the week ended 
July 12 snapped back to a new all-time 
high following the July 5 holiday week, 
when production dropped off sharply. 
Total production for the week was 
3.141,158,000 kw.-hr., an increase of 
18.5 percent over the same week of last 
year, according to report of the Edison 
Electric Institute. This output also rep- 
resents an increase of 9.5 percent above 
the holiday week. 

Energy production in the different 
major geographic regions continues well 
above last year, with the Southern 
States, Rocky Mountain and Pacific 
Coast increasing gains over 1940. Re- 


quest of President Roosevelt for day- 
light saving time is designed to effect 
power savings to be diverted to defense 
production, This will be reflected more 
in utility earnings than in kilowatt-hour 
sales. 

Weekly Output, Millions Kw.-Hr. 

1941 1940 1939 
July 12 3,141 July 13 2,651 July 15 2,403 
July 5 2,867 July 6 2,425 July 8 2,145 
June 28 3.121 June 29 2,660 July | 2'3% 
June 21 3,056 June 22 2,654 June 24 2,362 
June 14 3,066" June 15 2,665 June I7 2,340 
June 7 3,042 June 8 2,599 June 10 2,329 
May 3! 2,924% June | 2,478 June 3 2,186 
May 24 3,012 May 25 2,589 May 27 2,278 
May |7 2,983 May !8 2,550 May 20 2,235 
May 10 2,975 May I! 2,516 May 13 2,239 
May 3 2915 May 4 2.504 May 6 2.225 


Per Cent Change from Previous Week 


Week Ending 





July 12 July5 June 28 
New England +20. +27.6 +-24.5 
Mid-Atlantic ; +17.6 +21.2 +18.4 
Central Industrial +-25.0 +25.6 +24.0 
West Central +-17.4 +19.4 +16.7 
Southern States +21.0 +-15.6 +16.0 
Rocky Mountain + 4.1 + 2.6 +- 9.2 
Pacific Coast +. 6.3 +. 4,1 + 2.6 
Total United States +-18.5 +18.2* 117.3 
*Revised. 


Billions of Kw-Hr. 








National Power Takes 
New Integration Step 


further move toward eventual 
liquidation, National Power & Light this 
week announced it would file with the 
Securities and Exchange Commission an 
amendment to its pending application 
relating to Houston Lighting & Power 
(ELecrricaL Wortp, June 28, 1941, 
page 70). According to the latest plan, 
previously outlined to stockholders and 
recently approved by the board of di- 
rectors, the common stock of the subsidi- 
ary would be offered to holders of the 
holding company’s $6 preferred stock in 
the ratio of one and seven-eighths of 
Houston lighting common for each share 
of National Power preferred. 

While the plan would become opera- 
tive when accepted by 75 percent of 
National Power’s preferred-stock hold- 
‘rs, it might be declared by the com- 


In a 
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pany’s board of directors when accepted 
by 50 percent of the stock. Expiration 
date of the offer, set for October 31. 
might be extended 60 days by the 
directors. According to P. B. Sawyer, 
president, the next step in the liquida- 
tion of National Power will be distribu- 
tion of the remaining assets of the com- 
pany to holders of its junior securities. 


Seeks REA Co-op Curb 


The city of Williamstown, Ky.. has 
asked the State Public Service Commis- 
sion to order the Owen County Rural 
Electric 
“cease 


Co-operative Association to 
invading territory already 
served” by the municipally-owned elec- 
tric system. It was charged that the 
REA unit was serving one customer at 
cheaper rates than the city plant could 
offer. 
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May Energy Output 
Up 16.3% Over 1940 


Production of electric energy for pub- 
lic use during May totaled 13,290.- 
609.000 kw.-hrs., an increase of 16.3 
per cent over a year ago, according to 
report of the Com- 
mission. The average daily production 
for public use was 428,729,000 kw.-hrs. 
during May, an increase of 1.5 per cent 
over the average during April. 

Total production for all use during 
May was 13,527.324,000 kw.-hrs. and 
the average daily production was 436.- 
365,000 kw.-hrs. 

Reports received during 


Federal Power 


June indi- 


cated that the capacity of generating 


plants in service on May 31 totaled 
42.222.166 kw., a net increase of 180,664 
kw. over that reported in service on 
April 30. 
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EWS ABOUT PEOPLE 


R. A. Manwaring Retires 
As Utility Executive 


Following more than 55 years of serv- 
ice with the United Illuminating Co., 
New Haven, Conn., during which time 
he rose from dynamo tender to vice- 
president, Robert A. Manwaring has 
retired from active duty. He will con- 
tinue as a director of the utility. 


In his long period of employment 
with United Illuminating, Mr. Manwar- 
ing witnessed the growth of not only 
that company but of the electrical in- 
dustry as a whole. He helped design and 
install the generating equipment used 
in New Haven and in Bridgeport and 
had much to do with the distributing 
system. 

Born in Niantic in 1867, Mr. Man- 
became identified with the 
United Illuminating Co. in 1885 in New 
Haven and his first job was that of 


waring 


dynamo tender in the original plant on 
George Street. Three years later he was 
put on outside construction and main- 
tenance work. In 1895 he was made 
foreman in charge of construction and 
maintenance and became assistant su- 
perintendent before being promoted in 
1921 to manager of the New Haven di- 
vision in charge of production, sales 
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and maintenance. He was made general 
manager in 1936 and first vice-president 
in 1939. 


> R. M. CLevecanp, who has been asso- 
ciated with the Worthington Pump & 
Machinery Corp. for 24 years, has been 
appointed manager of its Boston office. 
He succeeds W. A. Finn. who has been 
called to active duty with the Navy in 
the rank of lieutenant. Mr. Finn has 
been with Worthington since resigning 
his commission as a Naval officer in 
1926. 


> G. R. Prout, manager of sales of the 
industrial control section of the indus- 
trial control section of the industrial 
department of the General Electric Co. 
since 1939, has been appointed manager 
of the industrial control division. R. S. 
GLENN has been appointed manager 
sales, industrial control division, assist- 
ing Mr. Prout. W. C. Yates has been 
relieved of his present duties as man- 
ager of the control and renewal parts 
division of the G.E. industrial depart- 
ment in order to devote more time to his 
duties as assistant manager of the de- 
partment. W. T. Darcy will continue as 
manager of sales. renewal parts section. 
reporting to the management of the 
department. The was 
made by J. E. N. Hume, commercial 
vice-president of General Electric and 
manager of the company’s industrial 
department, Starting in the small motor 
department at Lynn, Mr. Prout was 
transferred to the company’s south- 
western district the following year where 
for 15 years he served as a motor and 


announcement 


industrial control specialist, as well as 
specialist in electric equipment for the 
industry. In 1939 he was 
appointed acting manager of the in- 
dustrial department in the southwestern 
district, later moving to Schenectady 
as manager of sales in the industrial 
control section. Mr. Glenn has 
connected with G.E. since 1916. 


petroleum 


been 
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B. F. Pickard Elected Head 
of North Central Group 


B. F. Pickard was elected president 
of the North Central Electric Associa- 
tion at the recent held in 
Bemidji, Minn. 

Mr. Pickard has had extensive experi- 
ence in utility work, having begun his 
career in 1909 with the North Carolina 
Public Service Co. at Greensberg. In 
1915 he became general sales and new 
business manager of this system. In 
1925 he went to Philadelphia to aid in 
the organizing and managing of the 
Southern Gas & Power Corp. and later 
the Southern Cities Co., of which he was 
operating vice-president. 


meeting 


He spent several months in utility 
management in the West Indies and 
Europe. After a short connection with 
the natural gas industry, Mr. Pickard 
became associated in 1934 with the 
Central States Power & Light organi 
zation as general manager. later becom- 
ing president. In 1936 he joined the 
Laclede Gas Light Co. in a temporary 
capacity as operating executive and in 
1937 was elected vice-president. Two 
years later Mr. Pickard was 
president of the Interstate Power Co 
his present position. 


elected 
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Pierce Named to Direct 
Nash-Kelvinator Sales 


\ new position, that of vice-president 
in charge of sales, has been created by 
Nash-Kelvinator Corp., and Frank R. 
Pierce, formerly general sales manager 
of the corporation’s Kelvinator division, 
has been elected to fill it. 





F. R. Pierce 


Mr. Pierce will direct the sales, ad- 
vertising and service activities of both 
the Kelvinator division the Nash 
motors division. 


and 


At the same time. several other ap- 
pointments were announced. Charles T. 
Lawson, who has been sales manager 
of household appliances. will succeed 
Mr. Pierce and E. Ray Legg. formerly 
western sales manager. has been selected 
to succeed Mr. Lawson. Don Rulo, who 
has been a member of the Kelvinator 
division executive sales staff for some 
time, will succeed Mr. Legg as western 
sales manager. 

Mr. Pierce was connected with Gen- 
eral Motors Corp.'s Frigidaire division, 
heading up sales, before joining Nash- 
Kelvinator in 1939. Mr. Lawson has been 
identified with the electric appliance 
business for 20 years. He went to Nash- 
Kelvinator from the Frigidaire sales 
executive organization in Dayton, Ohio. 


P Joun A. Tames, sales engineer, Cana- 


dian Westinghouse Co.. Vancouver. 
British Columbia. has been elected 


chairman of the Vancouver section of 
the American Institute of Electrical 
Engineers to succeed 5 H. Steede. 


> T. F. Batt, formerly professor and 
head of the department of electrical 
engineering, University of South Caro- 


lina, Columbia, S. C.. has been ap- 
pointed professor of electrical engi- 
neering at the United States Naval 


Academy. Annapolis, Md. In addition to 
being head of the electrical engineering 
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department at the university since 1928, 
he has also carried on active practice 
as a consulting engineer. Mr. Ball, who 
is a fellow of the American Institute of 
Electrical Engineers, was active in the 
formation of that society’s South Caro- 
lina section in 1940 and was elected its 
first chairman. He is also a member of 
the American the 
Advancement of So- 
ciety for 


Association for 
and the 
Engineering 


Science 
Promotion of 
Education, 


> Weitvten H. Cortsurn of the Boston 
Edison Co. has been elected chairman 
of the Power Engineers Association of 
New England, succeeding J.. E. McMas- 
ter of the Plymouth County Electric 
Light Co.. Wareham, Mass. M. A. UI- 
brich, Cambridge Electric Light Co., be- 
comes vice-chairman and P. V. Hayden. 
Connecticut Light & Power Co., Willi- 
mantic, is the or- 


now secretary of 


ganization. 


> Greorce PARKMAN has been appointed 
director of building construction and 
maintenance of the Westinghouse Elec- 
tric & Manufacturing Co. Mr. Parkman, 
who has been acting head of the con- 
struction department for several months. 
with headquarters at East Pittsburgh, is 
now in charge of eleven new building 
projects for Westinghouse, including 
the new Westinghouse fluorescent lamp 
plant in Fairmont, W. Va. 


> LL. A. Morpny, superintendent of sta- 
tions of the Northwestern Electric Co.. 
Portland. Ore.. has left that organization 
to join Pacific Power & Light Co. as 
assistant superintendent of power. His 
headquarters are in Kennewick, Wash. 
He has been with Northwestern for al- 
most 19 years. JoHN Hooper. who went 
with Northwestern in 1920, and has for 
some time been assistant superintendent 
of stations, succeeds Mr. Morphy. 


OBITUARY 


Carl E. Magnusson 


Dr. Carl Edward Magnusson, dean 
emeritus of the University of Washing- 
ton college of engineering. died in Seat- 
tle. Wash.. July 10, at the age of 69. 
Born in Hibbing. Minn., Dr. Magnus- 
son received his bachelor and master 
degrees from the University of Minne- 
sota and his degree of doctor of philos- 
phy from the University of Wisconsin in 
1900. After several years as professor 
of physics at the University of New 
Mexico and the New Mexico School of 
Mines, he went to the University of 
Washington in 1904 as associate pro- 
fessor of electrical engineering. In 1906 


he became professor of electrical engi- 


oO 
— 


19, 1941 


neering and was made head of the de- 
partment. He spent the year 1911-12 at 
the General Electric Co.’s plant at 
Schenectady. where he studied under 
Dr. Charles P. Steinmetz. The summers 
of 1926 through 1930 were also spent in 
consulting and work 
An authority on 


research for this 


company. electric 
power, Dr. Magnusson was a member 
of both the first and third World Power 
Conferences. He was the author of a 
number of electrical engineering text- 
books and a life member of the Amer- 
ican Institute of Electrical Engineers, as 
well as a member of other professional 
societies, including the Society for the 
Promotion of Engineering Education. 


John W. Savage 


John W. Savage, assistant to Presi- 
dent Charles E. Wilson of the General 
Electric Co., died July 9 in Rockefeller 
Medical Center, New York. following a 
short illness. He was 49 years of age. 


A native of Springfield. Mass., Mr. 
Savage first became associated with 


General Electric in 1921 with the trans- 
fer of wiring device manufacture from 
Schenectady to the newly established 
Bridgeport works of the company. 
Previously he had been connected with 
the Wason Manufacturing Co., and with 
Harvey Hubbell, Inc. 





In 1929 Mr. Savage was appointed 
assistant to the sales manager of the 


G.E. merchandise department. with spe- 
cial duties in the promotion of rural 
electrification. In 1930 he became man- 
ager of the department’s commercial 
research division, and two years later 
was appointed assistant to Mr. Wilson, 
when the manager of the 
merchandise department. In 1939 when 
Mr. Wilson became executive vice-presi- 
dent and in 1940 when Mr. Wilson be- 
came president he continued as _ his 
assistant. Mr. has been 
chairman of the company’s commercial 
research committee. 


latter was 


Savage also 
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Manufacturers to Make 
Defense Equipment 


The Defense Plant Corp., subsidiary 
of RFC, has authorized the execution 
of a lease agreement with Emerson Elec- 
tric Manufacturing Co., St. Louis, to 
provide for the construction and equip- 
ment of a plant at a cost of $10,529,- 
173. Aircraft gun turrets will be manu- 
factured. 

A lease agreement has been executed 
with Phelps Dodge Copper Products 
Corp. for the construction and equip- 
ping of a plant at Los Angeles, to manu- 
facture copper products, at a cost of 
$2,995,000. 

Another agreement has been executed 
with Nash-Kelvinator Corp. for a plant 
at Lansing, Mich., to cost $15,150,744 
to manufacture aircraft parts. This com- 
mitment is in addition to a previous 
authorization of $8,433,860 for an air- 
craft parts plant at Lansing. 


Machinery Indices 
Up Sharply in May 


Reversing the downward movement 
in April, new orders for electrical 
machinery rose to new levels for May. 
1941, while inventories and shipments 
continued upward, on the basis of the 
electrical machinery indices of the 
Bureau of Foreign and Domestic Com- 
merce. 

New orders received by manufactur- 
ers of electrical machinery during May 
rose to an index record of 311, as com- 
pared with 288 in April and 141 in 
May of last year. For all durable goods. 
the index rise was to 296, as against 277 
in April and 141 for May, 1940. 

Shipments of electrical machinery 
gained in index value to 244 in May. 
1941, as compared with 231 in April 
and 147 in May a year ago. For all 
durable goods the May index was 217. 
against 205 in April and 136 in May last 
year. 


18 (168) 


Manufacturers’ inventories, in the 
case of electrical machinery, had an 
index value of 174.8 for May 31, as 
against 164.0 at the end of April and 
116.5 for May 31, 1940. For all durable 
goods the May index value was 137.8, 
as against 134.1 in April and 112.1 for 
May a year ago. 


Manufacturers of electrical machin- 


ITTV ER TT TUR GOT 
1939 Ty 


ELECTRICAL MACHINERY INDICES of 
Bureau of Foreign and Domestic Commerce 


ery reported a 7 percent increase in un- 
filled orders for May from April, as 
against 5 percent in the previous month 
and 312 percent for May. 1941, from 
May, 1940. For all durable goods the 
increase in May was 8 percent; it was 
292 percent for the twelve-month period. 


New Plastic Plant 


General Electric Co. has placed in 
operation at Taunton, Mass., its fifth 
plant for the manufacture of plastic 
parts, 
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Styrenated Products 
to Be Made in U. 5. 


Standardized styrenated products, 
like those which have won acceptance 
in England, are shortly to be made 
here by the International Telephone 
& Radio Manufacturing Corp. These 
will include styrenated paper, styrene- 
rubber, cotopa tape coated with sty- 
rene-rubber and extrudible plasticized 
styrene compounds. 

Extensive survey of the American 
utility market by T. R. Scott, chief 
engineer of the power cables division 
of Standard Telephones & Cables, Ltd. 
(also an I.T.&T. subsidiary), reveals 
that cable splicing and _ terminating 
technique, as well as the special styrene 
products, can readily be adapted to 
American practice. 

In addition to normal joints and ter- 
minations American interest was found 
to reside also in joints for paper cables 
to rubber cables, duct joints and lead 
sheath joints insulated for electrical 
discontinuity, Consideration is also be- 
ing given to the use of styrene in cable 
insulation and in bushings for switch- 
gear, transformers, etc. 


Votes Appliance Tax 


The House Ways and Means commit- 
tee has voted a 10 per cent levy on all 
household electrical appliances and a 
similar tax on electric and metals signs. 
The assessments have been written into 
the 1941 tax measure now pending. Es- 
timated receipts from the household 
appliance tax are $18,000,000; from the 
signs, $3,600,000. 


No Aluminum Shortage 


Despite the obvious need for alu- 
minum in civilian, non-defense indus- 
tries, Walter D. Fuller, president of the 
National Association of Manufacturers. 
revealed that no real aluminum shortage 
13. 
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has been evident in airplane and other 
defense producing plants. A nation-wide 
telegraphic survey of twenty airplane 
and other defense production centers 
indicates that production and deliv- 
ery of vital armament equipment has 
not been delayed to date by a shortage 
of the white metal, Mr. Fuller asserted. 


Fairbanks-Morse to Pay 
Bonuses to Employees 


All employees of Fairbanks-Morse, 
except officers, who have been with the 
company six months or longer, will re- 
ceive special bonuses amounting to 10 
percent of monthly wages or salaries, 
according to an announcement by Col. 
R. H. Morse, president. 

“These special bonuses will be in 
addition to those which may be earned 
under our regular profit-sharing plan,” 
said Colonel Morse. In expressing his 
pleasure in making the announcement, 
Colonel Morse’ explained further: 
“While it is extremely difficult to look 
very far ahead, it is our hope and belief 
that business will warrant payment of 
these bonuses for remaining months of 
the year.” 


New Walter Kidde Plant 


Defense Plant Corp., subsidiary of 
RFC, at the request of the Navy De- 
partment, has authorized the execution 
of a lease agreement with Walter Kidde 
& Co., Inc., Bloomfield, N. J., to provide 
for the construction and equipment of 
a plant to be located at Belleville, 
N. J., at a cost of $2,242,323. Of this 
amount $1,252,323 will be for equip- 
ment. This commitment is in addition 
to a previous authorization of $1,076,508 
for a plant to be located at Bloomfield. 


NLRB Election 


\ secret ballot election will be held 
within 30 days among the production 
and maintenance employees at the Buf- 
falo plant of General Cable Corp. for 
naming a collective bargaining agency 
between the CIO United Rubber Work- 
ers of America and the Cablecraft In- 
dependent Vertical Union, or by neither, 


according to NLRB. 





New York Metal Prices 


July 8,'41 July 15, ‘4! 

Cents per Cents per 
Pound Pound 

Copper electrolytic 12.00* 12.00* 
Lead, A. S. & R. Price 5.85 5.85 
Antimony 14.00 14.00 
Nickel, Ingot 35.00 35.00 
Zinc Spots 7.64 7.64 
Tin, Straits ; 53.00 53.375 
Aluminum, 99 per cent 17.00 17.00 


*Delivery Connecticut Valley. 
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Field Reports on Business 


Run-a-way prices are to be prevented by Washington, but some increase now 
seems unavoidable. Electrical manufacturers are feeling the heavy backlog of 
orders, with chief problem of getting essential raw materials to speed produc- 
tion. Utilities are buying a variety of materials for expansion. 


NEW YORK 


Chief problem of electrical manufactur- 
ers now is getting sufficient materials to get 
orders off the production lines. Priorities in 
many instances have held up production. 
Lack of some essential materials are add- 
ing new problems. Outlook now is that 
government orders will fill plants to ca- 
pacity to keep all productive facilities over- 
burdened. 

Conferences with OPACS indicate that 
there will be some curtailment of electrical 
appliances. Quotas and assignment of es- 
sential materials will be the method to force 
production facilities to national defense. 

Manufacturer orders continue in good 
volume for a wide variety of materials. Gov- 
ernment orders include lighting standards, 
fire alarm equipment, circuit breakers, ca- 
ble, motors, radio sets, dynamotor units, 
switchboards, generators, transformers, con- 
trol equipment, switches, welding elec- 
trodes, arc welders, radio and telephone 
equipment. 

Department sales in this area rose 14 per- 
cent last week. Appliance sales continue 
at a high level. Efforts are being made to 
use less aluminum in appliances. A change 
is seen in a swing to tank type vacuum 
cleaners because they use less aluminum 
than other models. 

The Department of Commerce reports 
that manufacturers’ inventories have in- 
creased $1.5 billion since the defense pro- 
gram began in May, 1940, and are now 
the largest on record both in dollar value 
and physical volume. There is a general 
increase in goods in process. 

Washington officials feel that some infla- 
tion is now unavoidable. 


NEW ENGLAND 


Public Service Co. of N. H. has ordered 
a 10,000-kw. steam turbo-generator from 
General Electric, a B&W boiler and a West- 


inghouse condenser for its Manchester 
steam plant. Ipswich (Mass.) Municipal 


Light & Power Department has increased 
its generating capacity by adding a 1,050- 
hp. Fairbanks-Morse Diesel and an 800-kw. 
generator. There are no indications of slow- 
ing up of activity in the electrical market 
in this area. Small motor sales are well 
distributed among a wide diversification of 
industries and small switch and control 
apparatus orders are strong. 

During the past week 82 national defense 
contracts totaling $16,167,938 were placed 
in this district. Colt’s received contracts 
for guns amounting to $6,604,035; High 
Standard Manufacturing Co., New Haven, 
was awarded an arms contract totaling $4,- 
724,841, and Stanley Works, New Britain. 
Conn., $1,168,000 for metallic belt lines. 
Non-ferrous products industries in south- 
eastern Massachusetts are operating at all- 
time high levels of production. 

Portable arc welders are in active de- 
mand. Orders for floodlighting units are 
steady. New England summer resorts re- 
port more than usual buying of electrical 
commodities. Cape Cod distributors are en- 
joying good activity in appliance sales. 
Vermont central stations show a_ steady 
gain in sales of refrigerators, ranges and 
water heaters. Retail store sales in the 
Boston area are very encouraging. 
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CHICAGO 


The normal summer slump usually ap- 
parent at this time of year is conspicuously 
absent in virtually every line of business. 
Industrial production continues to record 
gains over the previous week’s level. Retail 
and wholesale trade last week widened the 
margin of gain over last year as depart- 
ment store sales rose to 30 per cent over 
the level a year ago. 

Reports from electrical manufacturers 
indicated new orders being received at the 
same brisk pace that has been current 
over the past two months. Sales include a 
wide variety of equipment ranging from 
small supplies to heavy industrial apparatus. 
Contractors are especially active as a result 
of large scale new construction work, 
both industrial and residential. Expendi- 
tures for new plant construction in Chicago 
during the first half of the year totaled 
$121,827,000 compared with $29,725,000 in 
the same period last year. 

Defense contracts totaling $15,266,000 
were awarded to 142 firms here last week, 
a record number, and included electrical 
equipment, for, X-ray apparatus, $78,075; 
teletype sets, $69,352; telephone equipment, 
$107,157: batteries, $34,350; pole line hard- 
ware. $48,671; transformers, $18,042; 
switches, $10,956; lamps, $61,000; eleva- 
tors, $10,990. The city electrical depart- 
ment requested bids on 60,000 ft. of 33-in. 
fibre conduit, 100,000 ft. 5.000-volt, lead- 
sheathed cable, 24,000 ft. 600-volt, lead- 
sheathed cable, 3,000 mogul lamp holders 
and 1.000 reflector supports. 


PACIFIC COAST 


Electrical business in all branches is 
excellent. with unexpectedly adequate 
stocks, though apprehensions are felt as 
to their prompt replacement. Wholesalers 
are especially pleased at their ability to 
cope with large varied schedules of ma- 
terial for camps and fields. Non-defense 
leaders are fluorescent relighting and ad- 
vance orders for holiday appliances. 

June building permit total for the seven 
Western states was $40,365,000 which was 
3 percent below the previous month, but 
40 percent over June last year. Los Angeles 
recorded a new 1941 high of $9,307,365. 
Arizona and Idaho were 40 percent ahead 
of May, and the Pacific Northwest states 
even. 

Prices are steadier, 
vances in schedule, condulet and other 
staple lines, but a prospect of 5 to 10 
percent advance in various steel conduits 
because of prevalent all-rail stock replace- 
ments. Industrial business includes new 
governmental awards to plane factories of 
$94.000,000 to Lockheed, $45,000,000 to 
Douglas and $26,000,000 to Vega. Low bid 
for Anderson Dam and power plant, on 
south fork of Boise River in Idaho, was 
$9,986,203. 

Orders include $342,850 to S. Morgan 


with scattered ad- 


Smith for 40,000-hp. turbine for Parker 
plant in Arizona; $13,872 for 34 50-kw. 
heaters for Grand Coulee power house, 


$48,320 for electric drydock equipment at 
Mare Island, $54.275 for 77 miles REA line 
near Dayton, Wash.. and $108,950 for 57 
miles of populous REA line near Spokane. 
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PRICE TRENDS OF 
ELECTRIC UTILITY 
SECURITIES 


Common Stocks 
SaSBsSasssassassss 


1933 1934 1935 1936 1937 1938 1939 1940 J FMAM J July Aug, SeptOct. Nov. Dec. 


1941 


In an uneventful trading week, electric light and power bonds moved ahead slightly, 


while stocks held their ground. 


“Electrical World” bond index advanced to 106.1 from 
106.0 in the previous week: the stock index stayed at 24.1. 


A year ago the stock 


index was 29.1 


Utility Financing 
Totals $500,097,100 


New issues of electric light and power 
securities during the month of June 
amounted to $73,425,000, 
with $87.200.000 in June. 
$121.815.800 in May, 1941. 

This brings the total for the six-month 
period to $500,097,100, compared with 
$357.594.020 for the similar period of 
1940. 


compared 


1940, and 


File Utility Stock Deal 


Securities and Exchange Commis- 
announced that Wisconsin 
Electric Power Co. filed an applica- 
tion regarding the proposed acquisi- 
tion from the North American Co. of 
all of the common stock of two of its 
associate companies, Wisconsin Gas & 
Electric Co. and Wisconsin Michigan 
Power Co.. consisting in each case of 
300,000 shares with a of 
$6.000.000. The be 


sion has 


value 
to 


par 


securities are 


acquired in for 1,265,000 
of Electric Power 
Co. common stock having an aggregate 


par value of $12,650,000. 


exchange 


shares Wisconsin 


Sells $1,000,000 Issue 


Wisconsin Power & Light Co. has 
been granted permission by SEC to 
issue and sell to Continental Illinois 
National Bank & Trust Co. of Chicago 
$1,000,000 of unsecured 2°4 per cent 
notes, maturing in five semi-annual 
installments. Proceeds are to be applied 
to carrying out the company’s construc- 
tion program. 


Utility Plan Withdrawn 


In a recent order the Securities and 
Exchange Commission permitted the 
plan of corporate simplification of Mas- 
sachusetts Power & Light Associates 
and New England Power Association, 
previously filed, to be withdrawn. 


Utility Reports 


Net Income 
1941 1940 


$14,709,049 


11,240,499 
1040, 163 
2:201 382 

10,253,247 


6,016,613 
2,377,051 
3,663,268 
2:993,422 
8,812,072 


1,896,266 


*American Gas & Electric 
and subs. sce 
*American Power & Light 
Re ee 
*California Oregon Power 
*Central Maine Power.. 

+Duquesne Light ... 
tElectric Power & Light 
and subs. ee 
*Gulf States Utilities. . 
*Kansas City Power & Lt. 
*Louisville Gas & Elec. 
tNational Power & Light 
and subs. Ae 
Co. 


*Public Service 
Ind. . z sass 
*Puget Sound Pwr. & Lt. 
and subs. ae ‘ 
"Virginia Elec. & Pwr 


$15,070,425 


12,339,299 
918,436 
2,159,916 
10,370,015 


4,733,703 
2'848, 152 
3'854.251 
2:923.194 
8, 138,482 
1,720,483 


1,560,947 
3:973,379 


of 


1,465, 189 
4'298.206 


*Twelve months ended May 31. 
tTwelve months ended April 30. 
tTwelve months ended January 31. 


SEC Asks Utility Data 


The SEC has requested all public 
utility holding company systems to sup- 
ply by August 5 a revision of their esti- 
mated income and their construction 
expenditures over 1941, 1942 and 1943. 
Last March these companies reported 
their estimates at that time. The request 
was made in a letter from Robert H. 
O’Brien, director of the SEC’s public 
utility division. 


Approve Insull Report 


Federal Judge John P. Barnes took 
another step in winding up the affairs 
of Insull Utility Investments, Inc. He 
issued a memorandum approving with 
minor exceptions a final report by 
Garfield Charles. special referee, that 
recommended a payment of 0.31 per 
cent, or $154,834. to holders of deben- 
tures and $88.047 in fees to attorneys 
and others connected with the case. 
Judge Barnes reduced the fees sug- 
gested by $7,000. 


New Issues of Electric Light and Power Securities in June 


Amount 


(Par Value) 


Name of Company 


Albuquerque Gas & Elec $3,000, 000 


Deming Ice & Elec. 300,000 


Las Vegas Lt. & Pwr.. 225,000 


New Mexico Pwr 2,000,000 


Philadelphia Co 000,000 


2, 000 , 000 


, El. Lt. & 


Pucson G 3,500,000 


Luzerne County Gas & Ele 1,400,000 


Total $73,425,000 


Placed privately. 


Placed privately. 


Placed privately 


Placed privately 


Public 


Public 


Placed privately... 


Stockholders 


| | 
Period 
(years) 


Offered to Class 


{ Ist mtge. bonds 


Ist mtge. bonds 


Ist mtge. bonds 


Ist mtge. bonds. . 


Col. trust sink. fund 


bonds 
Col. trust notes 
Ist mtge. bonds 


and Preferred stock. . 


public 


| Pay indebtedness to} 316 
| 


| Refunding 


Refunding opine 25 | ; 3 


| Refunding, 


Per Cent 


Yield 


Interest 


Purpose Rate Price 
I 


Refunding, pay de- | 
mand notes | 


31g 102 


100 
parent 

Pay indebetdness to 100 

parent 

101 

Refunding 102!, 1.06 
0.80 

to 

35 

pay 

debtedness to 

parent 


Refunding 
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Belden Employees Accept 
Company Pension Plan 


Belden Manufacturing Co. has an- 
nounced that more than 85 per cent of 
its employees have enrolled in the 
voluntary retirement pension plan estab- 
lished on May 1. Under the new plan, 
the company pays over a dollar for every 
one paid by employees. It is estimated 
that the total cost for the first year will 
be $46.500. of which the employees’ 
share will be $22.500 and the net 
balance of $24,000 will be paid by the 
company. 

The plan is available to all employees 
who are 35 and over, but under 60 years 
of age and who have at least five years 
of cumulative service as regular em- 
ployees. Employees may retire before 
the normal retirement date of 65, pro- 
vided they retire not more than ten 
years normal retirement date, 
and will receive a smaller monthly pen- 
sion. The plan was worked out by the 
company with the Connecticut General 
Life Insurance Co. 


before 


Unauthorized Strike at 
Copperweld Steel Ended 


The unauthorized © strike, which 
threatened to halt production of defense 
materials at the Copperweld Steel Co. 
at Warren. Ohio, ended last Tuesday 
when attempts to prevent 
morning workers to enter 
failed. 

Harry Wines. organizer of the CIO 
Steel Workers Organizing Committee. 
said no strike vote had been taken and 
that the walkout was unauthorized. 


the early 
the plant 


Plans $12,500,000 Plant 


Allis-‘Chalmers Manufacturing Co. 
has acquired 20 acres on the outskirts 
of Milwaukee, site of a former Inland 
Steel Co. rolling mill. The company 
will erect a $12.500.000 plant to produce 
superchargers for the federal govern- 
ment. Funds will be furnished by the 
government. 


Erects Glass Plant 


Westinghouse Electric & Manufactur- 
ing Co, is to construct a glass factory 
it a cost of $1,800,000 to employ 200 
workers at Fairmont, W. Va. The plant 
will produce glass tubing for all West- 
nghouse fluorescent lamps and also the 
‘mall glass stems for incandescent 
lamps. It will adjoin a new $3,000,000 
uorescent plant which will be dedicated 
\ugust 2. 


‘ 
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July 


Sales Opportunities 


Tyrone, Ky.—Kentucky Utilities Co., 
Lexington, Ky., has plans maturing for 
new steam-electric generating station at 
Tyrone, with installation of turbine-gener- 
ator units and accessories, high-pressure 
boilers and auxiliary *equipment, estimated 
to cost close to $2,000,000. Project will in- 
clude large switchyard, and extensions in 
transmission lines in parts of Anderson 
and neighboring counties. Sargent & Lundy, 
Inc., 140 South Dearbérn Street, Chicago, 
Ill., is consulting engineer. 


MaryviLte, TeENN.—Cumberland Moun- 
tain Electric Co-operative, Inc., care of 
T. E. Walker, Maryville, recently organ- 
ized by Mr. Walker and associates, plans 
new steam-electric generating plant in vi- 
cinity of Maryville, for power supply for ru- 
ral electric systems in that area. Initial sta- 
tion will be equipped for capacity of about 
50,000-kw. Financing will be arranged 
through Federal aid. Plant will be built sub- 
ject to approval of TVA, which is ex- 
pected to give such authority at early date. 
Others interested in new company noted 
are D. P. Henegar, McMinnville, Tenn., 
and W. W. Flatten, Sparta, Tenn. 


Boston, MaAss.—Bureau of Yards and 
Docks, Navy Department, Washington, 
D. C., plans installation of heavy-duty mo- 
tors and controls, switchgear, duct lines, 
transformers and accessories, conveyors, 
electric hoists, electric cranes and other 
equipment in connection with expansion 
in navy yard, Boston, for increased ca- 
pacity for ship repair work. Cost estimated 
about $10,000.000, and appropriation in 
that amount will be arranged soon. 


PortLanp, Ore.—Bonneville Power Ad- 
ministration, Department of Interior, Guard- 
ian Building, Portland, has approved plans 
for new power substation at Covington, 
Wash., and for expansion in present power 
substation at North Vancouver, Wash. First 
noted will be one of principal substations 
on Bonneville system and will cost about 
$2,212,000, with transformers, switching 
facilities and accessory equipment. Addi- 
tion to North Vancouver substation will 
provide for large increased capacity and 
will cost approximately $2,095,000. Plans 
also have been authorized for new power 
substation at Longview, Wash., including 
a temporary step-down substation for power 
service for new aluminum mill of Reynolds 
Metals Co., Richmond, Va., now in course 
of erection at Longview; initial appropri- 
ation of $500,000 has been: approved for 
this work. Included in the power substa- 
tion expansion program for early construc- 
tion are extensions in main substation at 
North Bonneville, Ore., to cost about $540,- 
000; addition to substation at St. Johns, 
Ore., estimated to about $290,300; 
and expansion in substation at Midway, 
Ore., to approximately $192,000. A 
number of transmission line extensions will 


cost 


cost 


be made in conjunction with program 
noted, including a new 115,000-volt line 


from Rainier, Wash., to Longview, Wash.., 


connecting with new power substation at 
that place, A@timated to cost approxi- 
mately $250,000. 

OmaHa, Nep.—Nebraska Power Co.., 


Omaha, will make extensions in transmis- 
sion lines for service to Federal properties 
in this district, including power substa- 
tion for step-down distribution. Cost esti- 
mated at $71,120 and fund in that amount 
will be provided by Government for work. 


PirrspurcH, Pa.—Jones and Laughlin 
Steel Corp., Third Avenue and Ross Street, 


Ig, 3941 


plans installation of heavy-duty motors and 


controls, transformers and _ accessories, 
switchgear, industrial lighting facilities, 


electric hoists, conveyors and other equip- 
ment in connection with modernization and 
expansion in former local mill of McKees- 
port Tin Plate Co. at Port Vue, vicinity of 
Pittsburgh, to be converted for artillery 
shell case manufacture for government. 
Plant was acquired last fall and has been 
inactive since that time. Cost estimated 
about $4,000,000, and fund in that amount 
will be furnished by Government for proj- 
ect. 


WasHoucaL, Wasu.—General Construc- 
tion Co., Henry Building, Portland, Ore., 
plans overhead transmission line in Colum- 
bia River at upper end of Reed Island, 
near Washougal, extending into waterway 
for distance of about three-quarters of a 
mile from Washington shore, with vertical 
clearance not less than 25 feet above mean 
low water, to be used in connection with 
construction work in that district. Applica- 
tion has been made for Federal permission. 


Utica, On1to—Licking Rural Electric Co- 
operative, Inc., Utica, plans early construc- 
tion of new power substation on_ local 
site. Putnam & Wollpert, 132 North Main 
Street, Dayton, Ohio, are consulting engi- 
neers. 


FaLtton, Mont.—Bureau of Reclamation, 
Denver, Colod., receives bids until July 28 
for motor-control equipment for Fallon 
pumping station and relift pumping plants, 
Buffalo Rapids project (Specifications 
1532-D). Equipment will be installed by 
Government. 


St. Louts, Mo.—-American Can Co., 230 
Park Avenue, New York, N. Y., plans in- 
stallation of motors and controls, trans- 
formers and accessories, switchgear, regu- 
lators, fluorescent lighting system, duct 
lines, conveyors and other equipment in 
new branch plant on South Kingshighway, 
near Juniata Street, St. Louis, where tract 
of about 30 acres of land has been acquired. 
It will consist of main one-story unit with 
several auxiliary structures, totaling about 
500,000 square feet of floor space, to be 
used both for metal and fiber container 
production. Cost estimated close to $2,000,- 
000. Work is scheduled to begin soon. 


Erte, Pa.—Erie County Electric Co. 
plans extensions and improvements in local 
steam-electrie power plant on Cranberry 
Street, including installation of additional 
equipment. United Engineers & Construe- 
tors, Inc., 1401 Arch Street, Philadelphia, 
Pa., is consulting engineer. 


Peavy Faris, Micu.—Wisconsin-Michi- 
gan Power Co., Appleton, Wis., plans early 
call for bids for proposed new hydroelectric 
power plant at Peavy Falls on Michigamme 
River, Iron County, Mich., previously re- 
ferred to in these columns. Power dam will 
be about 75 feet high above bed of stream, 
multiple arch-type. Station will be equipped 
for initial capacity of 21,400-hp. It is ex- 
pected that Federal permit will be issued 
soon. This is one of three such plants to 
be built in this district, with entire devel- 
opment estimated to cost about $3,250,000. 
In conjunction with immediate — station 
noted, company plans new transmission line 
from power plant to Randville, Mich., about 
eight miles; and another high-tension line 
to Brule, Mich., about three miles. Connec- 
tion will be made with main transmission 
system. Holland, Ackerman & Holland, 20 
North Wacker Drive, Chicago, Ill., are con- 
sulting engineers. 
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EW EQUIPMENT 


SAAS RR 


Arc Welder 


Motor-generator type of are welder is 
suited for welding the lighter gages of 
aircraft and the welder’s range 
adapts it for heavy materials. It has in- 


steels, 


COLN WELDER 


models, 150 


10-200 amp.., 
onnections for 
phase. 


ngle-operator arc 

i 200 amp.; current range 
0-250 amp., respectively: 
either 220 or 440 volts, three- or two 
Lincoln Electric Co., Cleveland, Ohio. 


welder: two 


dependent adjustment of both welding cur- 
rent and voltage, has drip-proof construc- 
tion and has fittings for stationary installa- 
tion or for attaching three-wheeled run- 
ning gear. High overload capacity enables 
it to withstand sustained operation at the 
upper portion of its range, it is claimed. 


Attic Fan Unit 


Models "V'! and ''VT 
in 


es range from 8 + f 2 


America Coolair Corporation, 
e, Florida 


Complete unit includes a fan mounted 
n a plywood suction box and an all-stee] 
eiling shutter which automatically opens 
and closes by air pressure from fan. Fus- 
ible link is furnished. All moving parts 
oi fan are suspended on sound-absorbing 
-prings. 


Lighting Units 


404 405 


ahitKe sattas avinatinis kn 
0,000, 8,500 and 9,0 
C C betweer z€ 
400-watt iry ar 
with 500- and 
Holophane Co. 
New York. N. Y. 


nso 
750-watt 


Inc., 342 M 


Three lighting units of the Hibay type 
1ave similar construction; consists of two 
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crystal glass prismatic-type reflectors, with 
permanently spun on aluminum or steel 
covers, supported from top by a cast iron 
yoke and from bottom by a stamped steel 
plate which are held together by six steel 
rods with nuts and cotter pins. Yoke is 
tapped for 3-in. female pipe thread. Light 
cutoff occurring at 60 degs. 


Raceway 


4x4 Wirewa 


inclosed metal raceway. Na- 
tional 


Electric Products Co., Pittsburgh, Pa. 


Inclosed metal raceway has standardized 
sections which are fitted with hinged, 
spring-latched covers and knockout clus- 
ters arranged in the sides and_ bottom. 
Sections are joined together by clamp 
type connection couplings. It is approved 
for use in the installation of feeders, branch 
circuits, control and signal wiring to a 
maximum of 600 volts. 


Fluorescent Fixture 


Designed as a unit, the fixture has smooth 
plastic side panels and molded plastic ends. 
ft is available in two types—suspension 


Day-Lume flu Day-Brite 
Lighting, Inc. 


type for four and eight 48-in., 40-watt 
lamps, and two, three, four and six 60-in., 
100-watt lamps, and ceiling type for four 
and eight 48-in., 40-watt lamps. 


Who Makes What? 


Electrica Buyers Refere 
McGraw-Hill 


2d St New Yor 


Names, addresses and products of elec- 
trical manufacturers are catalogued in this 
convenient, annual publication for public 
utility, industrial, engineering and other 
major electrical buying interests. 
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A. C. Tachometer 


Electric tachometer consists of a small, 
single-phase, permanent-type generator, a 
rectifier-type indicator and an adjusting 
rheostat. Generator may be coupled, geared 


A. C. tachometer-generator. General Electric 


Co., Schenectady, N. Y. 


or belted to machine or motor. It has an 
approximately linear speed-voltage curve 
from 500 to 3,500 r.p.m. Indicator has a 
single uniform scale, can be calibrated for 
r.p.m., f.p.m., or other requirements, and 
gives readings for both directions of 
rotation. 


Luminaire and Fan Unit 


combination Surface Troffer 
Edwin F. Guth Company, St. 


Strato-Liter," 
and Guthfan. 
Louis, Mo. 


Combination unit includes 48-in. lumi- 
naire for fluorescent lamps and 18-in. exten- 
sion section for a fan. Luminaire has side 
baffles for shielding and provides for com- 
plementary ceiling light. Fan is rigidly 
mounted to lighting fixture, distributes air 
downward at 45-deg. angle. Unit may be 
ceiling mounted or suspended from hangers. 


Circuit Interrupter 


Non-automatic inclosed circuit inter- 
rupter is designed for use in locations 
where inclosed unfused safety switches 
might be applied. Rust and_ corrosion 
resisting metals are used and main con- 
tacts are of silver. De-ion arc quenchers 
are used to reduce contact burning and 
preserve the contacts. For safety, it has a 
cover interlock which prevents closing of 
contacts when cover is open, and opening 
of cover when interrupter is in the “on” 
position. 

Non-automatic inclosed rcuit interrupter; 
two or three poles, ratings 60 to 600 amp., 
250 to 600 volts, a.c. and !25/250 and 250 
volts d.c.: 100-amp. size strated. West- 
inghouse Elec. & Mfg. Co., East Pittsburgh, 


jaty 18, 





